
September 16, 2013 

cracks in the lead paint 
on the window sill. 

Another violation of city 
codes and ordinances. 

See case against 
Sherwin-Williams - Judge 
ordered them and other paint 
companies to pay 
$1.1 billion to a fund to 
be used to clean up 
hazards from lead paint in 
hundreds of thousands of 
homes in California. 

This was the day before 
the 2nd eviction court, 
9/17/2013 


These are the conditions 
I had to endure due to 
Doreen Doshay Russell’s 
neglect of the property and 
hatred of me for more then 
one reason. 
































September 16, 2013 



After pulling the stove/oven 
away from the wall, 

I discovered, broken 
tiles. 

This was the day before 
the 2nd eviction court, 
9/17/2013 



The screen from the kitchen 
window. 

It’s the Landlord’s job 
to replace and clean. 

It’s in good condition. 

This was the day before 
the 2nd eviction court, 
9/17/2013 


These are the conditions 
I had to endure due to 
Doreen Doshay Russell’s 
neglect of the property and 
hatred of me for more then 
one reason. 





















September 16, 2013 


The 1st picture shows 
where I kept my 
dishes, forks, 
knives, pans etc etc. 


The shelves that 
were mine from 
Ikea, had my 
canned food, 
dried good, 
vitamins etc etc 


The kitchen and 
backsplash tile 
cleaned as well as 
the entire kitchen. 

Notice the blinds in 
the 2nd picture are 
clean. 


This was the day before 
the 2nd eviction court, 
9/17/2013 















































September 16, 2013 
Inside the Oven. 



It’s rusty and the 
pilot light is not on, 
it was never turned 
on. 

You can also see the 
plastic cover on the 
white area. 


This was the day before 
the 2nd eviction court, 
9/17/2013 


These are the conditions 
I had to endure due to 
Doreen Doshay Russell’s 
neglect of the property and 
hatred of me for more then 
one reason. 
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September 16,2013 
Inside the Oven. 

It’s rusty and the 
pilot light is not on, 
it was never turned 
on. 

You can also see the 
plastic cover on the 
white area. 
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This was the day before 
the 2nd eviction court, 
9/17/2013 


These are the conditions 
I had to endure due to 
Doreen Doshay Russell’s 
neglect of the property and 
hatred of me for more then 
one reason. 
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September 16, 2013 



After Matt Acres vacuumed 
out the fallen plaster 
underneath the sink. 

The plaster where the wall 
is, it’s coming out of it, 
still rotting away. 

This was never fixed or 
brought up to city code. 

Matt Acres never vacuumed 
the cabinet next to it 
otherwise you wouldn’t see 
the fallen plaster on the 
shelf. 

There is one cobweb, 
on the 2nd shelf, to 
prove I didn’t use these 
shelves. It’s gross. 

Matt Acres could have 
easily opened the 
cabinet doors and 
vacuumed out the 
plaster as well as 
the cobweb. 


This was the day before 
the 2nd eviction court, 
9/17/2013 


These are the conditions 
I had to endure due to 
Doreen Doshay Russell’s 
neglect of the property and 
hatred of me for more then 
one reason. 





September 16, 2013 



After Matt Acres vacuumed 
out the fallen plaster 
underneath the sink. 

The plaster where the pipe 
comes out of is still 
rotting away. 

This was never fixed or 
brought up to city code. 

This was the day before 
the 2nd eviction court, 
9/17/2013 


These are the conditions 
I had to endure due to 
Doreen Doshay Russell’s 
neglect of the property and 
hatred of me for more then 
one reason. 






September 16, 2013 



1 day before 2nd 
eviction court 
9/17/2013 


The state of my work 
space, my computers, 
my desks, I was told to 
move it away from the 
walls for the extermination 
that never got done because 
Doreen Doshay Russell 
withheld their information 
on purpose. 

In a small space like 
this, you can’t keep 
things organized, nor 
work when you are 
constantly harrassed 
and abused. 

These are the conditions 
I had to endure due to 
Doreen Doshay Russell’s 
neglect of the property and 
hatred of me for more then 
one reason. 
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1 day before 2nd 
eviction court 
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The state of my work 
space, my computers, 
my desks, I was told to 
move it away from the 
walls for the extermination 
that never got done because 
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withheld their information 
on purpose. 
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and abused. 
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September 16, 2013 






1 day before 2nd 
eviction court 
9/17/2013 




The wall and air conditioner 
the wall up to the blinds 
got painted and the 
air conditioner finally got 
cleaned. They never 
cleaned it, since I moved 
in, in 2009. 

The carpet got cleaned 
that area, but not the 
rest of the carpet. 



In a small space like 
this, you can’t keep 
things organized, nor 
work when you are 
constantly harrassed 
and abused. 


The state of my work 
space, my computers, 
my desks, I was told to 
move it away from the 
walls for the extermination 
that never got done because 
Doreen Doshay Russell 
with held their information 
on purpose. 


These are the conditions 
I had to endure due to 
Doreen Doshay Russell’s 
neglect of the property and 
hatred of me for more then 
one reason. 



















September 16,2013 
This is the hallway. 

The wall behind it, is the 
shower. 

After I moved in while 
Louis & Sylvia Doshay 
lived there, there was a 
leak from the pipe within 
the wall and it leaked into 
unit #1, the prior tenant 
was before Katy Dollie, 
a guy, he moved back to 
Missouri & had a turtle 
for a pet. 

I dampened the wall for 
these pictures to find the 
area on the wall where they 
cut a square piece out & 
then patched it up. 

The plumber who fixed the 
leak told me, there is mold 
inside the walls. 


Some where in this area. 


This was the day before 2nd eviction court 9/17/2013 










September 16, 2013 



Soont 


In the back of the 4 units 
on the north side of the 
building or if you are facing 
east, on your left hand side. 

These are the fuse boxes, 
circuit breakers etc etc. 

Unit #3 is this one. 

You can see the trash bins, 
stacked on top. 

The wooden fence in the 
last picture, on the other 
side is an apartment 
building 



















September 16, 2013 


Packing for the 
exterminators 

I had to wait until they 
showed up that day, 
to find out about the 
ingredients they use. 

On September 13, 2013 
I asked for that information 
and Doreen Doshay 
Russell never responded 
to my email. 


The day before 2nd 
eviction court 9/17/2013 


These are the conditions 
I had to endure due to 
Doreen Doshay Russell’s 
neglect of the property and 
hatred of me for more then 
one reason. 
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September 16, 2013 



09.10-2013 10:21 


Matt Acres replaced the 
towel rack, the day 
before the 2nd court 
9/17/2013 

It’s weird. It’s not the 
same size and he 
patched the wall 
where the 
original towel rack 
was, only it’s such 
a bad job you can see 
patches. 



These are the conditions 
I had to endure due to 
Doreen Doshay Russell’s 
neglect of the property and 
hatred of me for more then 
one reason. 


09.16.2013 16:48 
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September 18, 2013 


Cockroach infestation 
in the kitchen. 

No cockroaches in the 
cockroach motels in the 
upper kitchen cabinets 
above the sink and 
counter top. 

The day after 2nd eviction 
court 9/17/2013 


These are the 
conditions I had to 
endure due to Doreen 
Doshay Russell’s 
neglect of the property 
and hatred of me for 
more then one reason. 













September 18, 2013 


Cockroach infestation 
in the kitchen. 

No cockroaches in the 
cockroach motel underneath 
the kitchen sink. The 1st 
picture was taken in 
the afternoon and the 2nd 
picture in the evening. 

The day after 2nd eviction 
court 9/17/2013 


These are the 
conditions I had to 
endure due to Doreen 
Doshay Russell’s 
neglect of the property 
and hatred of me for 
more then one reason. 




September 18, 2013 



Cockroach infestation 
in the kitchen. 

No cockroaches in the 
cockroach motels in the 
upper kitchen cabinets 
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counter top. 
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court 9/17/2013 


These are the 
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September 18, 2013 

Cockroach infestation 
in the kitchen. 

cockroaches in the 
cockroach motels next to 
the gas stove/oven. 

The pilot light for the store 
and the bottom stove thing 
was never turned on by 
the gas company. The oven 
was never used. 

The day after 2nd eviction 
court 9/17/2013 

These are the 
conditions I had to 
endure due to Doreen 
Doshay Russell’s 
neglect of the property 
and hatred of me for 
more then one reason. 
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September 18, 2013 

Cockroach infestation 
in the kitchen. 

cockroaches in the 
cockroach motels next to 
the refrigerator in the 
kitchen on the floor. 

One has a baby cockroach, 
the other none. 

The day after 2nd eviction 
court 9/17/2013 


These are the 
conditions I had to 
endure due to Doreen 
Doshay Russell’s 
neglect of the property 
and hatred of me for 
more then one reason. 






September 18, 2013 


Cockroach infestation 
in the kitchen. 

Checked for cockroaches 
and found 1 cockroach, 

I think it was the bottom 
shelf in the kitchen 
cabinet, because in the 
bottom picture there is more 
cockroaches the 1st two 
pictures were taken in 
the afternoon and the last 
one in the evening. 

The day after 2nd eviction 
court 9/17/2013 

These are the conditions 
I had to endure due to 
Doreen Doshay Russell’s 
neglect of the property and 
hatred of me for more then 
one reason. 







September 18, 2013 


Cockroach infestation 
in the kitchen. 

Cockroaches caught 
in the cockroach motel 


The day after 2nd 
eviction court 9/17/2013 


These are the conditions 
I had to endure due to 
Doreen Doshay Russell’s 
neglect of the property and 
hatred of me for more then 
one reason. 












September 18, 2013 


pictures of my hard 
drives in the cabinet 
where they were 
kept in the hallway. 


wo identical 
hard drives that 
stopped working 


Two identical 
hard drives next 
to each other 
but there is only 
one. 






September 24, 2013 



Cockroach infestation 
in the kitchen. 

Cockroaches in the 
cockroach motels next to 
the wall by the base board. 

The day before 3rd eviction 
court 9/25/2013 

These are the conditions 
I had to endure due to 
Doreen Doshay Russell’s 
neglect of the property and 
hatred of me for more then 
one reason. 















September 24, 2013 



Cockroach infestation 
in the kitchen. 

cockroaches in the 
cockroach motels next to 
the gas stove/oven. 

The pilot light for the store 
and the bottom stove thing 
was never turned on by 
the gas company. The oven 
was never used. 

The day before 3rd eviction 
court 9/25/2013 


These are the conditions 
I had to endure due to 
Doreen Doshay Russell’s 
neglect of the property and 
hatred of me for more then 
one reason. 









September 24, 2013 



Cockroach infestation 
in the kitchen. 

cockroaches in the 
cockroach motels under 
the kitchen sink 

The day before 3rd eviction 
court 9/25/2013 


These are the 
conditions I had to 
endure due to Doreen 
Doshay Russell’s 
neglect of the property 
and hatred of me for 
more then one reason. 



Cockroach motel 
next to the base board 











September 24, 2013 


Cockroach infestation 
in the kitchen. 

cockroaches in the 
cockroach motels in the 
lower kitchen cabinets 

The day before 3rd eviction 
court 9/25/2013 


These are the 
conditions I had to 
endure due to Doreen 
Doshay Russell’s 
neglect of the property 
and hatred of me for 
more then one reason. 



























September 27, 2013 


Cleaning and packing 

2 days before 
I moved out. after final 
eviction court 9/25/2013 

See emails Doreen 
Doshay Russell sent 
about the exterminators. 

More harassment and 
abuse. 

These are the conditions 
I had to endure due to 
Doreen Doshay Russell’s 
neglect of the property and 
hatred of me for more then 
one reason. 
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Cleaning and packing 

2 days before 
I moved out. after final 
eviction court 9/25/2013 
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neglect of the property and 
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September 29, 2013 
The day I moved out 

As you can see in 
the 2nd picture, 
stains, that’s from 
the lead paint and mold. 

Some things wouldn’t come 
off with water or cleaning 
products. 

I believe Karen 
Freemon was telling 
the truth about 
the lead paint.in 
the bathroom and 
kitchen. 


These are the conditions 
I had to endure due to 
Doreen Doshay Russell’s 
neglect of the property and 
hatred of me for more then 
one reason. 
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As you can see in 
the 1st picture, 
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the lead paint and mold. 

Some things wouldn’t come 
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I believe Karen 
Freemon was telling 
the truth about 
the lead paint.in 
the bathroom and 
kitchen. 
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hatred of me for more then 
one reason. 













September 29, 2013 
The day I moved out 

The cabinet in the 
bathroom, above 
the toliet. 

Cleaned. 

The 2nd shelf was 
not stable, it 
wobbled back and 
forth. 

I believe I told 
Karen Freemon 
about that too. 


These are the conditions 
I had to endure due to 
Doreen Doshay Russell’s 
neglect of the property and 
hatred of me for more then 
one reason. 





September 29, 2013 



The day I moved out 

As you can see, the 
damage caused by 
Matt Acres did not 
disappear. 

Doreen Doshay 
Russell emailed me 
a bill to pay her 
10/21/2013 see attached 
email. 


















September 29, 2013 


The day I moved out 

As you can see, the 
damage caused by 
Matt Acres did not 
disappear. 

Doreen Doshay 
Russell emailed me 
a bill to pay her 
10/21/2013 see attached 
email. 








September 29, 2013 


Cockroach infestation 
in the kitchen. 

cockroaches in the 
cockroach motel next to 
the wall by the base 
board. 

The day I moved out. 


The hole in the wall/ 
base board where 
the cockroaches are 
coming into the 
kitchen. 


These are the conditions 
I had to endure due to 
Doreen Doshay Russell’s 
neglect of the property and 
hatred of me for more then 
one reason. 




September 29, 2013 

The front door, the screen 
door, not new nor painted 
since I’ve lived there 2009. 

It’s Doreen Doshay Russell’s 
job to maintain the exterior 
of the building, including 
the door and screen door. 

pictures 2, you can see 
the rusty hinges of the door. 

picture 3, you can see 
the lead paint of the doorway 
it’s chipped and cracked. 

These are the conditions 
I had to endure due to 
Doreen Doshay Russell’s 
neglect of the property and 
hatred of me for more then 
one reason. 


The day I moved out. 
















































September 29, 2013 





The bottom of the door 


The front door, not new nor 
painted since I’ve moved in 
2009. 

It’s Doreen Doshay Russell’s 
job to maintain the exterior 
of the building, including 
the door and screen door. 

You can see the condition 
of the door itself, the paint 
cracking, etc etc. 


These are the conditions 
I had to endure due to 
Doreen Doshay Russell’s 
neglect of the property and 
hatred of me for more then 
one reason. 


The day I moved out. 



September 29, 2013 



09 - 29.2013 19:56 


The day I moved out. 

1st picture, the outside 
window lead paint that’s 
cracking, the exterior 
of my unit has been 
neglected for 4 years, 
since 2009 


2nd picture, the outside 
window lead paint that’s 
cracking, the exterior 
of my unit has been 
neglected for 4 years, 
since 2009 


3rd picture, the outside 
the exterior of my unit 
has been neglected for 
4 years since 2009 and 
there was no forced entry. 

Not even thru the window, 
they would have broken 
something on my desks 
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September 29, 2013 


The day I moved out. 

outside as I was leaving 

The patio green enclosure, 
this is a violation of 
city codes, no parking. 

There is no parking for 
tenants and Jim Russell, 
Doreen’s husband, yelled 
at me one day when I 
parked in the driveway. 

He said if I ever parked 
there again, he would 
tow my car. The main 
house was never rented 
and vacant. There was no 
parking on the street, 
so I parked there, like 
other tenants besides me. 

It’s not against the law to 
park in a driveway. 

He said he didn’t care and 
that I was illegally parked 
there. 

That was a lie, he was just 
mad cause he had to park 
behind me and had to 
move his car as I was 
leaving. 
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September 29, 2013 


The day I moved out. 

outside as I was leaving 

The patio green enclosure, 
this is a violation of 
city codes, no parking. 

There is no parking for 
tenants and Jim Russell, 
Doreen’s husband, yelled 
at me one day when I 
parked in the driveway. 

He said if I ever parked 
there again, he would 
tow my car. The main 
house was never rented 
and vacant. There was no 
parking on the street, 
so I parked there, like 
other tenants besides me. 

It’s not against the law to 
park in a driveway. 

He said he didn’t care and 
that I was illegally parked 
there. 

That was a lie, he was just 
mad cause he had to park 
behind me and had to 
move his car as I was 
leaving. 













September 29, 2013 



The day I moved out. 

outside as I was leaving 

The locked door is to the 
laundry that you have 
to pay $25.00 a month 
to use. That’s not 
including the coin operated 
washer and dryer. 

I don’t think Doreen Doshay 
Russell got that approved 
by the city either. This 
was originally part of the 
main house. There is alot 
of illegal construction 
on this property and no 
permits were gotten thru 
the city. 























September 29, 2013 




The day I moved out. 

outside as I was leaving 

Unit #1 which has been 
remodeled. It was locked 
so you couldn’t open it 
and the curtains were 
drawn so I couldn’t take 
a picture of it. 


Upstairs and downstairs 
units, all 4 



































September 29, 2013 


The day I moved out. 

outside as I was leaving 

Unit #1 which has been 
remodeled. It was locked 
so you couldn’t open it 
and the curtains were 
drawn so I couldn’t take 
a picture of it. 


Upstairs and downstairs 
units, all 4 



















September 29, 2013 



The day I moved out. 


outside as I was leaving 

The swimming pool. 

Louis Doshay before he 
got taken away by 
Doreen and her family 
to Washington, told me 
the story about the 
swimming pool. 

He had a fight with the 
city and they wouldn’t give 
him a permit for it, so 
he destroyed it by putting 
plants into it. I’m sure now 
in the year 2013, it’s got 
tons of bugs underneath. 

I’m sure Louis sprayed and 
kept it from over growing. 

The plants were not this 
big when I moved in and 
people used to come by 
every week to spray the 
outside of the building, in 
2009. 

Since Doreen has taken 
over from her father, 
nobody has come by to 
spray outside, that’s at 
least 3 years. 

Hence the cockroach 
in festation of my unit and 
probably the entire 
building. 














September 29, 2013 



ILECTRIC 


GENERAI 


The day I moved out. 


outside as I was leaving 

The circuit breakers and 
fuse box behind the 
building. 

Sometimes when it rained, 
the electrcity would go out 
and we the tenants would 
have to go down to handle 
the fuse. 

There was no onsite 
manager. Nobody lived 
there to care for the 
property but us, tenants. 

Karen Freemon did not 
live on site and 
Doreen Doshay Russell 
is a resident of the state 
of Washington. 




























September 29, 2013 



The day I moved out. 


outside as I was leaving 

This is behind units #1 & 
#2, those units have 
backdoors. 

The mess you see, is 
from the remodel, they 
threw everything in the 
back. It’s not only messy 
but dangerous as well. 












September 29, 2013 



The day I moved out. 


outside as I was leaving 

I saw this while I was 
leaving, I don’t know 
what it is, but it looked 
hazard like, so I took a 
picture of it. This is 
right below unit #2 and 
the tenant is disabled. 

So if like an animal gets 
in there, it could be a 
big problem. The area 
has possums & raccoons 
and both animals have 
been on this property 
more then once. 



This is unit #3 from 
the kitchen window. 
The window that is 
open is unit #3, the 
closed is unit #4 












September 29, 2013 
The day I moved out. 


outside as I was leaving 

In the back of the building 
opposite the circuit 
breakers and fuses, 
is a concrete shed. 

There is stuff thrown on 
the shed, like this door. 

I don’t know what’s 
inside of it. 

















September 29, 2013 
The day I moved out. 


outside as I was leaving 

I saw this and thought 
I’d take a picture of it. 

I have no idea what it is, 
only that it looked out of 
the ordinary or stuck 
out like a sour thumb. 


09 - 29.2013 20-13 
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September 29, 2013 
The day I moved out. 


The green non permitted 
enclosure as I was leaving. 

the thing that stuck out 
like a sore thumb. 

I have no idea what it is. 



The yellow door to enter 
and exit the courtyard. 

The driveway was is not 
enough to 2 cars to park 
on and there is no 
carport nor garage. 


Illegal garage conversion. 





















September 29, 2013 
The Refrigerator 



It’s used, the refrigerator 
that was in my unit, 
broke down as well 
as Mindy, the girl who 
lived in unit #4. 

Instead of putting in a 
new refrigerator, they 
gave me an old one, 
used, the 1st refrigerator, 
the door opened from the 
right side. 

I cleaned it, before 
moving out. 

In her bill email dated 
October 21, 2013. 

Doreen Doshay Russell 
states that it’s 
damaged and dirty 
beyond use. 

Another lie by 
Doreen Doshay Russell 


The day I moved out. 


These are the conditions 
I had to endure due to 
Doreen Doshay Russell’s 
neglect of the property and 
hatred of me for more then 
one reason. 
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The Refrigerator 

It’s used, the refrigerator 
that was in my unit, 
broke down as well 
as Mindy, the girl who 
lived in unit #4. 

Instead of putting in a 
new refrigerator, they 
gave me an old one, 
used, the 1st refrigerator, 
the door opened from the 
right side. 

I cleaned it, before 
moving out. 

In her bill email dated 
October 21, 2013. 

Doreen Doshay Russell 
states that it’s 
damaged and dirty 
beyond use. 

Another lie by 
Doreen Doshay Russell 


The day I moved out. 

These are the conditions 
I had to endure due to 
Doreen Doshay Russell’s 
neglect of the property and 
hatred of me for more then 
one reason. 





























































September 29, 2013 



The day I moved out. 


Pictures of the kitchen. 

I left the cockroach motels 
there because they were 
still collecting cockroaches. 

Maybe it would help the 
exterminators do their job. 

Because Doreen Doshay 
Russell wasn’t gonna give 
them all the information. 


Nor show them my website 
Scientology ForYou. info 

with pictures of the 
cockroach infestation and 
just how bad it really is. 


With all the inspections 
done by Doreen Doshay 
Russell, she never fixed 
what needed to be fixed but 
instead used it as tool to 
harrass and abuse me. 


These are the conditions 
I had to endure due to 
Doreen Doshay Russell’s 
neglect of the property and 
hatred of me for more then 
one reason. 
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The day I moved out. 


Pictures of the 
bathroom, hallway 
with wooden shingles. 

Above the wooden shingles 
behind the wall is where 
the mold is and pipes, 
the plumbing. 


With all the inspections 
done by Doreen Doshay 
Russell, she never fixed 
what needed to be fixed 
but instead used it as 
tool to harrass and 
abuse me. 

These are the conditions 
I had to endure due to 
Doreen Doshay Russell’s 
neglect of the property and 
hatred of me for more then 
one reason. 
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The day I moved out. 



Pictures of the built in 
dresser 


With all the inspections 
done by Doreen Doshay 
Russell, she never fixed 
what needed to be fixed 
but instead used it as 
tool to harrass and 
abuse me. 


These are the conditions 
I had to endure due to 
Doreen Doshay Russell’s 
neglect of the property and 
hatred of me for more then 
one reason. 














September 29, 2013 
The day I moved out. 


First picture, the hallway / 
closet/ built in dresser. 

2nd picture, close up of 
the built in dresser. 

3rd picture is the top of 
the closet/built in dresser. 

You can see the ceiling, 
there is mold on the walls 
and ceiling too. 

This is the condition I left 
this unit it. 

I’m not responsible for 
mold within the walls and 
ceiling of that unit. 

Doreen Doshay Russell is. 


With all the inspections 
done by Doreen Doshay 
Russell, she never fixed 
what needed to be fixed 
but instead used it as 
tool to harrass and 
abuse me. 

These are the conditions 
I had to endure due to 
Doreen Doshay Russell’s 
neglect of the property and 
hatred of me for more then 


one reason. 
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Dropping off the 
keys to the apartment, 
unit #3 in the mailbox 
below. 

Three keys 

1 )for the unit 

2) for the gate entry 

3) mailbox 


The day I moved out, 
on my way out. 
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The carpet, vacuumed 
and cleaned 

The spots in the 
carpet are from the pipes, 
the plumbing, the leaks 
Doreen Doshay Russell 
neglected for 4 years. 

The kitchen sink is next 
to it, which was leaking 
underneath, Doreen 
Doshay Russell has 
been getting estimates 
from plumbers for 
4 years, she’s known. 

The wall on the east 
side, they painted and 
stopped at the blinds on 
9/16/2013 the day before 
2nd eviction court 
9/17/2013. 

These are the conditions 
I had to endure due to 
Doreen Doshay Russell’s 
neglect of the property and 
hatred of me for more then 


one reason. 


The day I moved out. 
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September 29 2013 
The day I moved out 

The kitchen counter 

New grout done by 
Karen Freemon and 
the plumber/handyman 
when she changed 
the faucet with the 
new soap dish 

It was a plasticy, 
rubbery grout. 




September 29 2013 
The three keys 

1) The front entry door 

2) The mailbox 

3) Unit #3 


The day I moved out. 
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Cleaned, this is how 
I moved in. Same paint, 
same carpet etc etc. 

First picture, the room area 
from the kitchen. 

2nd picture of the room area 
with the door closed. 

3rd picture of the room taken 
by the front door with the 
door open. 

It’s a single unit. I think 
200 sq ft or less, i don’t really 
know, just a guess. 

This is the condition I left 
this unit it. 

Light fixures were left on top 
of the built in dresser/closet, 
hallway area. 

The wall heater, never 
worked the gas company 
never turned on the pilot 
since I moved in, in 2009. 

The day I moved out. 

With all the inspections 
done by Doreen Doshay 
Russell, she never fixed 
what needed to be fixed but 
instead used it as tool to 
harrass and abuse me. 

These are the conditions 
I had to endure due to 
Doreen Doshay Russell’s 
neglect of the property and 
hatred of me for more then 
one reason. 
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Cleaned, this is how 
I moved in. Same paint, 
same carpet etc etc. 

The day I moved out. 

1st picture, the room area 
with wall heater. The vent 
above the wall heater, I have 
no idea where that goes or’ 
what it does. 

2nd picture, same thing. 

3rd picture is a close up of 
the closet area 

It’s a single unit. I think 
200 sq ft or less, i don’t 
really know, just a guess. 

This is the condition I left 
this unit it. 

Light fixures were left on top 
of the built in dresser/closet, 
hallway area. 

The wall heater, never 
worked, the gas company 
never turned on the pilot 
since I moved in, in 2009. 

With all the inspections 
done by Doreen Doshay 
Russell, she never fixed 
what needed to be fixed but 
instead used it as tool to 
harrass and abuse me. 

These are the conditions 
I had to endure due to 
Doreen Doshay Russell’s 
neglect of the property and 
hatred of me for more then 
one reason. 
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1st picture the kitchen area 

2nd picture room area with 
the door open 

3rd picture room area 
The day I moved out. 


It’s a single unit. I think 
200 sq ft or less, i don’t 
really know, just a guess. 

This is the condition I left 
this unit it. 

Light fixures were left on top 
of the built in dresser/closet, 
hallway area, even the metal 
pole in the 1st picture, 

I have no idea what that 
was for. 


With all the inspections 
done by Doreen Doshay 
Russell, she never fixed 
what needed to be fixed but 
instead used it as tool to 
harrass and abuse me. 


These are the conditions 
I had to endure due to 
Doreen Doshay Russell’s 
neglect of the property and 
hatred of me for more then 
one reason. 
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September 29, 2013 

Trash bin for 
Crown Disposal 
in the front of the 
building. 

There is an 
enclosure they 
built that may or 
may not have 
a permit. 


The day I moved out, 
on my way out. 













































September 29, 2013 

Trash bin for 
Crown Disposal 
in the front of the 
building. 

There is an 
enclosure they 
built that may or 
may not have 
a permit. 

The 2nd pictures is 
the gated door that 
opens into the 
courtyard. 


The day I moved out, 
on my way out. 























































